PACKER  MEMORIAL  CHURCH 
Lehigh  University  Bethlehem,  Pennsylvania 

Packer  Memorial  Church  is  the  religious  center 
of  Lehigh  University.  Built  in  1887,  this  building 
serves  as  the  chapel  for  Lehigh  students  and 
the  site  of  the  annual  Bach  Festival. 
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